Octagon Oval and Round 
Decorative Specialty 
Windows 



Kenyon's Stained Glass Factory Inc. is the glass company of choice for all our 
specialty windows. Visit www.kenyonglass.com to see available styles & options. 
When choosing Kenyon Glass, please state design option with stock code and we 
will provide a quotation. 



NU ENGLANDER Octagon Wood Fixed 




OWV Octagonal Specialty 
Window 



NU ENGLANDER Octagon Wood Vent specialty 
windows are manufactured from solid pine ready 
for stain or paint. Available with snap-in colonial 
pine or white grill. Double weather stripped for 
energy efficiency and weather tightness. Double 
pane thermoglass with 7/1 6" air space between 
panes for superior insulation. Unit comes with 
installation instructions, exterior brick mold. 
Packed 1 per carton. Quality Truth operating 
hardware. Window comes installation 
instructions. Packed 1 per carton. 

Approximate Shipping Weight: 19 lbs. 

Total $285.00 



Code: OWV $230.00 + Shipping, Handling & Insurance of $55.00 (most areas) 



NU ENGLANDER Octagon Clad Fixed 




NU ENGLANDER Octagon Clad Fixed specialty 
window is manufactured from solid pine. 
Available with snap-in colonial pine or white grill. 
Double weather stripped for energy efficiency 
and weather tightness. Double pane 
thermoglass with 7/16" air space between panes 
for superior insulation. Unit comes with 
installation instructions, exterior brick mold. 
Packed 1 per carton. 

Approximate Shipping Weight: 16 lbs. 



~ . 0 . .. Total $285.00 

OCF Octagon Specialty 

Windows 



Code: OCF $230.00 + Shipping, Handling & Insurance of $55.00 (most areas) 



For more information please 

visit 

http://www.octagonsvermont.com 



